anited States BWint, Lhiladelphia, Lenn., 
on Orit. , 1879 
Dur- 
Jr reference OMe Cite deloy dj Agel yA 
day , Wa DO” At, putty faulled by you im your 
mete of pane date, S retpect{ully otote tha fact, hat 
our loads of Sug eta vow weaty, fer the toomor aA Me 
ual hewr of Y bel An. but Heat 1 could not to- 
gully dehwor Than untel reported a ured mu Ptan — 
dard by Ma Mad ayor. The fault of arly delay was 
met Moreen. eae ens ; aa fact de met calaialy 
Know , that Mac dsday Lat ‘ad of The prudurw for otra. 
wyportun retary ou ud , fer fa yranulatires (eu half 
four mle wr mealy fOr Md dy boon afr, gone ~ 
tim tefere, 12h. + Fhawe olw-ay fourrd The Afi ay cr 
meaty 1 tend a gracefully .. 


How a I 
Dupurrintendint- Ale thath 
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United States Mint, Philadelphia, Penn., 
Melter and Refiner’s Department, 
April 24, 1879 


Sir 


In reference to the late delivery of Ingots yesterday, the 23rd Inst., justly faulted by you 
in your note of some date, I respectfully state the fact, that our loads of Ingots were ready for the 
Coiner at the usual hour of 9 O’cl. A.M., but that we could not legally deliver them until reported 
as correct in Standard by the Assayer. The fault of early delivery was not therefore our own. I 
suppose, but do not certainly know, that the Assay Dept. was not aware of the pressure for extra 
exertion resting on us, for the granulations of one half of our melts are ready for assay, soon 
after, & sometimes before, 12 M., & I have always found the Assayer ready to bend to 
circumstances gracefully. 


Iam 

Very Respectfully yours 
Jas. C. Booth 

M&R 


Hon. A. Loudon Snowden, 
Superintendent 


